INFORMATION ON PRICES 


Information on prices of RCA electron tubes described in 
this Handbook may be obtained from your local RCA Electron- 
Tube Distributor or from your RCA Equipment Sales Represent¬ 
ative, who may be reached at the following RCA Equipment 
Sales Offices: 

(East) 744 Broad Street 

Newark 2, New Jersey 
HUmboldt 5-3900 

(East Central) 714 New Center Building 
Detroit 2, Michigan 
TRinity 5-5600 

(Central) Suite 1154 

Merchandise Mart Plaza 
Chicago 54, 111inois 
WHitehall 4-2900 


(West) 6355 East Washington Boulevard 
Los Angeles 22, California 
RAymond 3-8361 

1838 El Camino Real 
Burlingame, California 
OXford 7-1620 

(Government) 744 Broad Street 

Newark 2, New Jersey 
HUmboldt 5-3900 

1725 "K" Street, Northwest 
Washington 7, D.C. 

FEderal 7-8500 


224 North Wilkinson Street 
Dayton 2, Ohio 
BAldwin 6-2366 


EXPORT 

(International) Radio Corporation of America 
RCA International Division 
Electronic-Components Marketing Operations 
30 Rockefeller Plaza 
New York 20, New York (U.S.A.) 
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